THE  THOMPSON  MEMORIAL  CHAPEL  with  its  out- 
s"andinq  Gothic  architecture,  dominates  the  beautiful 
Williams  College  Campus  at  lovely  Willmmstown, 
Massachusetts  in  the  Berkshires. 


